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Zlnnml  TRepovt 

for  1902. 


THE  CHAIRMAN  AND  MEMBERS 

OF  THE 

WATERLOO-WITH-SEAFORTH  URBAN  DISTRICT 

COUNCIL. 


Gentlemen, 

The  following,  being  my  Twenty-ninth  Annual  Report  as  to  the 
Health  and  Sanitary  condition  of  the  District,  together  with  a  Report 
of  the  Sanitary  Inspector,  I  have  much  pleasure  in  submitting  it  to 
you. 


INFECTIOUS  DISEASES  NOTIFIED. 

Fifty-five  cases  of  Diseases  of  an  infectious  nature  were  notified 
to  me  in  the  Waterloo  Division  of  the  District.  These  occurred  in 
47  houses,  43  were  treated  in  their  own  homes,  and  2  died ;  1 
was  removed  to  the  Infectious  Diseases  Hospital,  Grafton  Street, 
Liverpool,  and  recovered ;  11  to  the  Bootle  Infectious  Diseases 
Hospital,  in  which  Institution  1  died. 

In  the  Seaforth  Division  107  cases  occurred  in  81  houses  ;  47 
were  treated  at  home,  of  which  2  died  ;  60  were  sent  to  hospital,  of 
Avhich  3  died. 

The  total  number  in  the  entire  District  was  therefore  162  cases? 
in  128  houses,  7$  were  removed  to  the  Bootle  Infectious  Diseases 
Hospital,  and  1  to  the  Grafton  Street  Hospital,  Liverpool. 

The  following  table  gives  the  number  of  cases  notified  for  the 
past  ten  years  : — 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 


283 

281 

200 

151 

214 

137 

131 

123 

162 
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The  inciease  in  the  number  of  Infectious  diseases  notified  this 
)  eai  has  been  due  to  Scarlet  Fever.  The  cases,  however,  were  ©f  a 
very  mild  nature. 


HOSPITAL  ACCOUNT. 


expenditure  connected  with  the  reception  of  patients  into 
the  Footle  Corporation  Hospital  was  as  follows  : — 


Annual  Contribution  for  Maintenance  of  Hospital  ...  £454  4  1 

Cost  of  Maintenance  of  Patients  ..  .  341  g  2 


Total .  £795  10  3 


SMALLPOX. 


One  case  of  this  disease  occurred  in  Seaforth  Division  at  the 
close  01  the  year,  the  patient  was  removed  to  hospital,  and  prompt 
measures  were  taken  to  prevent  the  further  spread  of  the  disease 
lhe  bedding,  &c.,  on  which  the  patient  slept  were  destroyed,  and 
as  tar  as  possible,  persons  who  had  been  in  contact  were  re- 
vaccmated  ;  there  have  been  no  further  cases. 


SCARLET  FEVER. 


Thirty-six  cases  of  this  disease  occurred  in  28  houses  in  the 
Waterloo  division,  27  of  these  were  treated  at  home,  none  of  which 
died  ,  9  were  removed  to  hospital,  and  all  recovered. 

In  Seaforth  division,  80  cases  were  notified  in  58  houses  30 
pa  ients  were  treated  at  home,  and  1  died ;  50  were  removed  to 
hospital,  of  which  2  died.  There  has  been  a  large  number  of  cases 
ot  this  disease  in  Seaforth  division  this  year,  generally  of  a  mild  form 

and  some  difficulty  was  experienced  in  getting  good  isolation  in  the 

patients  homes,  it  was  thought  advisable,  therefore,  in  the  interest 
01  the  public  health,  to  remove  a  number  to  the  hospital. 


Number  of  Cases  notified  for  the  past  ten  years. 


1893 

1894 

1895 
189G 

1897 

1898 

1899 

1900 

1901 

1902 


137 

159 

162 

98 

73 

132 

78 

77 

60 

116 


Average  for  the  last  five  years,  92. 


3 


TYPHOID  FEVER. 


housed nCWfltp°7  thi?.dKease  ^ere  notified  from  the  same  number  of 
died  Wateilo°  division,  all  were  treated  at  home,  one  of  which 


In  Seaforth  division  10  cases  occurred  in  8  houses  *  3  were 
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Number  of  Cases  notified  for  the  past  ten  years 


1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 


The  average  for  the  last  five 


years  being  30. 


69 

92 

69 

63 

38 

55 

26 

30 

24 

16 


diphtheria. 

w  *  Sf  °J  se.s .  vvei'e  notified  from  the  same  number  of  houses  in 
Waterloo  division  ;  two  were  removed  to  hospital,  of  which  1  died  • 
4  were  treated  at  home,  1  of  which  died.  ’ 

.  ,  Tj1?re  "'ere  6  cases  notified  in  the  Seaforth  division,  in  5  houses 

and  1  patient died ;  2 were remOTeci 

dotal,  12  cases  resulting  in  4  deaths. 


CONTINUED  FEVER. 


One  case  occurred  in  Waterloo  division  whi< 
home  and  recovered. 


was  treated  at 


ERYSIPELAS. 

all  recovered8  ^  h  Waterlo°  division’  and  10  in  Seaforth, 
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INSPECTION  OF  THE  DISTRICT. 

Systematic  inspections  of  all  parts  of  the  district  were  made  by 
me,  with  the  Sanitary  Inspector,  during  the  year,  and  anything  found 
that  was  likely  to  be  dangerous  or  injurious  to  health,  wTas  satisfac¬ 
torily  dealt  with.  We  also  visited  places  where  nuisances  were 
reported  to  exist.  The  work  arising  from  these  inspections  is  shewn 
in  a  Report,  furnished  by  the  Sanitary  Inspector,  which  is 
appended  to  this,  where  also  will  be  found  all  information  relating  to 
Bakehouses,  Workshops,  and  Milkshops. 

SANITARY  STATE  OF  THE  DISTRICT  GENERALLY 
AT  THE  END  OF  THE  YEAR. 

During  the  latter  part  of  the  year  an  outbreak  of  Measles 
occurred,  w7hich  specially  affected  the  Infants’  Departments  of  3 
schools  in  the  Seaforth  district,  and  one  school  in  Waterloo  district. 
It  was  decided  to  close  these  departments  for  a  time  (not  less  than 
a  fortnight),  after  which  the  schools  were  disinfected  by  the  Council  s 
staff.  The  result  of  this  procedure  w7as  very  satisfactory. 

VITAL  STATISTICS. 

ZYMOTIC  DEATH  RATE. 

Under  this  class  of  disease  there  were  registered  in  the  entire 
district  17  deaths,  giving  a  death-rate  of  0*70.  In  Waterloo  division 
4  deaths  occurred,  giving  a  death-rate  of  0*38  per  1,000.  In  Seaforth 
division  the  number  wTas  13,  which  shows  a  death-rate  of  0'94  per 
1,000. 

During  1901,  40  deaths  from  this  source  were  notified  a  death- 
rate  of  1*73  on  the  census  population. 

Deaths  from  these  causes  were  as  follows:  — 

Under  5  years.  Over  5  years. 

1  .  0 

1  .  0 

2  .  0 


0  .  1 

5  .  0 

5  .  0 

BIRTH  RATE. 

There  were  635  births  registered  in  the  district  333  males,  and 
302  females,  giving  a  birth-rate  of  26*20.  Of  these,  236  were  in 
Waterloo  division — 121  males,  and  115  females,  a  birth-rate  for  this 
division  of  22*51.  In  Seaforth  division  the  number  was  399—212 
males,  and  187  females,  shewing  a  birth-rate  of  29*01, 


Measles . 

Scarlet  Fever  . 

Whooping  Cough.. 

Diphtheria  . 

Enteric  Fever  . 

Diarrhoea  Zymotic 
Enteritis  Zymotic 


DEATH  RATE. 


The  deaths  registered  during  the  year  numbered  291,  shewing  & 
total  rate  of  mortality  for  the  entire  district;  of  12-00  per  1,000,  of  the 
estimated  population.  Of  these  105  were  in  Waterloo  division, 
giving  a  death  rate  of  10-01,  and  186  in  Seaforth  division,  a  death 
rate  of  13-52. 

In  1901,  the  deaths  numbered  281,  giving  a  rate  of  12-15  per 
1,000,  according  to  the  census  returns. 

I  am,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 

W.  S.  LIMRICK, 

Medical  Officer  of  Health. 


January  27th ,  1903. 


TABLE  I. 

URBAN  DISTRICT  OF  WATERLOO- WITH-SEAFORTH. 

FOR  WHOLE  DISTRICT. 


i 

Population 
estimated  to 
Middle  of  each 
Year. 

BIRTHS. 

DEATHS  UNDER 
ONE  YEAR  OF  AGE. 

DEATHS 

AGES. 

AT  ALL 
TOTAL. 

YEAR. 

Number. 

Rate.* 

Number. 

Rate  per 
1,000 
Births 
registered. 

Number. 

Rate.* 

1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

1892 

18,301 

187 

26-60 

52 

106-77 

235 

12-81 

1893 

18,807 

512 

27-23 

89 

151-29 

281 

15-10 

1891 

19,171 

561 

28-96 

55 

97-51 

213 

10-83 

1895 

20,296 

559 

27-51 

78 

139-53 

286 

11-09 

1896 

21,119 

517 

25-90 

77 

110-76 

302 

11-30 

1897 

21,821 

518 

25-10 

86 

156-20 

270 

12-37 

1898 

23,058 

603 

26-15 

96 

159-20 

285 

12-36 

1899 

23,880 

595 

21-89 

91 

152-91 

288 

12-05 

1900 

25,000f 

575 

23-OOf 

76 

132-17 

305 

12-20f 

1901 

Averages 

23,102 

611 

26-11 

71 

121-11 

281 

12-15 

for  years 
1892-1901. 

21,186 

560 

26-18 

77  . 

136-01 

271 

12-82 

1902 

21,236 

635 

26-20 

79 

121-10 

291 

12-00 

Area  of  District  in  acres  (exclusive  of  area  covered 
Total  Population  at  all  ages,  at  census  of  1901  .... 
Number  of  Inhabited  Houses  ,,  ,, 

Average  number  of  Persons  per  house  ,, 


by  water)... 710  acres. 

. 28,102 

. 1,631. 

. 1-75. 


*  Rates  calculated  per  1,000  of  estimated  Population. 

f  These  figures,  corrected  from  the  Census  of  1901,  should  have  been 
respectively— 22,500,  25-55,  13-55. 
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TABLE  II. 


URBAN  DISTRICT  OP  WATERLOO- WITH-SEAFORTH. 


Names  of 
Localities. 

WATERLOO. 

SEAFORTH 

YEAR. 

| 

Population 
estimated  to 
middle  of  each 
Year. 

Births 

registered. 

Deaths  at  all 
Ages. 

Deaths  under 

1  l'ear. 

Population 
estimated  to 
middle  of  each 
Year. 

Births 

registered.  ! 

Deaths  at  all 

Ages. 

1 

Deaths  under 

1  Year. 

| 

a . 

b. 

C. 

cl. 

1  " 

b. 

C. 

cl. 

1892 

7,143 

144 

80 

... 

11,161 

343 

155 

1893 

7,412 

169 

108 

25 

11,395 

343 

176 

64 

1894 

7,955 

200 

85 

18 

11,516 

364 

128 

37 

1895 

8,465 

181 

118 

30 

11,831 

378 

168 

48 

1896 

9,076 

202 

115 

18 

12,043 

345 

187 

59 

1897 

9,470 

191 

106 

34 

12,354 

357 

164 

52 

1898 

10,039 

228 

107 

22 

13,019 

357 

178 

74 

1899 

10,331 

197 

116 

30 

13,549 

398 

172 

61 

1900 

10,773* 

211 

125 

31 

14,227* 

364 

180 

45 

1901 

Averages 
of  years 

1892  to  1901. 

9,839 

248 

107 

26 

13,263 

363 

174 

48 

9,050 

197 

106 

26 

12,435 

361 

168 

A  QQ- 

a  / 

1902  | 

10,483 

236 

105 

18 

13,753 

399 

186 

-  A9S 

61 

•These  figures,  corrected  from  the  Census  of  1901,  should  have  been 
respectively — 9,646,  12,856. 
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TABLE  III. 

UEBAN  DISTBICT  OF  WATERLOO- WITH-SEAEORTH. 


CASES  OF  INFECTIOUS  DISEASE  NOTIFIED  DURING 

THE  YEAR  1902. 


Notifiable 

Disease. 

Cases  Notified  in  whole 

District. 

Total  Cases 
Notified 
in  each 
Locality. 

No.  of  Cases 
removed  to 
Hospital  from 
each  Locality. 

At 

all 

Ages. 

At  Ages 

—Years. 

Waterloo.  !- 

i 

Seafortli.  N 

Waterloo.  U 

Seaforth.  f1 

Un¬ 
der  1. 

1  to 

5. 

5  to 
15. 

15  to 
25. 

25  to 
65. 

65 

and 

up- 

w'rds 

Smallpox  . 

1 

... 

... 

... 

1 

... 

... 

... 

1 

1 

Diphtheria  . 

12 

1 

4 

3 

2 

2 

... 

6 

6 

2 

2 

Erysipelas . 

16 

... 

1 

4 

... 

11 

... 

6 

10 

... 

... 

Scarlet  fever . 

116 

3 

28 

69 

12 

4 

... 

36 

80 

9 

50 

Enteric  fever . 

16 

... 

... 

5 

4 

7 

... 

6 

10 

... 

7 

Continued  fever  . 

1 

... 

... 

1 

... 

... 

... 

1 

... 

... 

... 

Totals . 

162 

4 

33 

82 

19 

24 

... 

55 

107 

ii 

60 
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TABLE  IV. 

URBAN  DISTRICT  OF  WATERLOO-WITH-SEAFORTH. 


CAUSES  OF,  AND  AGES  AT,  DEATH  DURING  YEAR  1902. 


Deaths  in 

whole  District  at  subjoined  Ages. 

Deaths  in 
Localities 
(at  all  Ages). 

Causes  of  Death. 

All 

Ages. 

Under 

1. 

1  and 
under 
5. 

5  and 
under 
15. 

15  and 
under 

25. 

25  and 
under 

65. 

65  and 
up¬ 
wards. 

Water¬ 

loo. 

Sea- 

forth. 

Measles . 

1 

1 

... 

... 

... 

... 

... 

... 

1 

Scarlet  fever . 

1 

1 

... 

... 

... 

... 

... 

... 

1 

Whooping-cough . 

Diphtheria  and  Mem- 

2 

1 

1 

... 

... 

1 

... 

... 

2 

branous  croup . 

2 

... 

... 

1 

... 

... 

1 

1 

Fever— Enteric  . 

1 

... 

... 

... 

1 

... 

... 

1 

... 

Diarrhoea  . 

5 

4 

1 

... 

... 

... 

... 

1 

4 

Enteritis  . 

5 

5 

... 

... 

... 

... 

... 

1 

4 

Phthisis  . 

17 

... 

1 

1 

4 

10 

1 

9 

8 

Other  tubercular  diseases 
Cancer,  malignant 

3 

3 

... 

... 

... 

... 

... 

1 

2 

disease  . 

10 

... 

... 

... 

... 

10 

6 

3 

13 

Bronchitis  . 

25 

8 

4 

... 

... 

5 

8 

7 

18 

Pneumonia  . 

29 

11 

4 

1 

1 

11 

1 

8 

21 

Pleurisy  . 

Other  diseases  of  Res- 

3 

... 

... 

... 

... 

2 

1 

... 

3 

piratory  organs  . 

Alcoholism,  Cirrhosis 

2 

1 

... 

... 

1 

... 

.  .  . 

•  •  • 

2 

of  liver . 

5 

... 

1 

... 

... 

4 

... 

2 

3 

Premature  birth  . 

Diseases  and  accidents 

5 

5 

... 

... 

... 

... 

... 

... 

5 

of  parturition . 

3 

2 

... 

... 

... 

1 

... 

•  •  • 

3 

Heart  diseases . 

24 

1 

... 

1 

1 

10 

11 

13 

11 

Accidents  . 

5 

... 

3 

1 

... 

1 

... 

3 

2 

Suicides . 

2 

.  .  . 

... 

... 

••• 

2 

••• 

1 

1 

All  other  causes  . 

135 

36 

5 

6 

4 

31 

53 

54 

81 

All  causes . 

291 

.  79 

20 

11 

12 

88 

81 

105 

180 

Signed, 

W.  S.  LIMRICK, 

Medical  Officer  of  Health. 


January,  1903. 
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Sanitary  Inspector’s  Annual  Report. 


Town  Hall, 

Waterloo,  January ,  1903. 

To  the  Chairman  and  Members 

of  the  Urban  District  Council 

of  Waterloo-with-Seaforth. 

Mr.  Chairman  and  Gentlemen, 

I  beg  to  submit  my  first  Annual  Report  as  to  the  Sanitary 
Inspections  made  by  Mr.  Pratley,  my  predecessor,  and  myself 
during  the  year  1902  together  with  particulars  of  nuisances  abated 
and  improvements  effected  in  consequence  of  such  inspections. 

INSPECTION  OF  THE  DISTRICT. 

A  systematic  house  to  house  inspection  has  been  made  of  the 

beinTpZj  Jfh8’  ln  VanoUS  Pf*s  of  the  district>  special  attention 
m  A  §  ven  *?  t16  h°USeS  011  the  Vici»'age  and  Caradoc  Estates, 
'1.!  ,  / f°f  fth,e  msamtary  conditions  discovered  were  due  to  the 

caie  ess  habits  ot  the  occupiers  ;  also  houses  were  visited  upon  com¬ 
plaint,  and  when  infectious  disease  occurred  in  them.  The  total 
number  of  such  inspections  was  1099. 

NOTICES,  Ac.,  SERVED. 

m  „  FlVe  luuxlred  and  sixty-eight  preliminary  notices,  with  respect 
to  various  nuisances  discovered  in  the  course  of  inspection,  were 

,T!td  UP°nr  T61'S  occupiers,  most  of  which  received  prompt 
attention.  In  61  instances,  nuisances  m  connection  with  182  houses 

Nott!!Ptn  hPd  t0  ‘  I®  C°lllllllttee’  and  instructions  given  for  Statutory 
Notices  to  be  served ;  it  was  necessary  to  serve  only  29  such  notices 

the  nuisances  being  abated,  between  the  time  of  Committee  and 

Council  meetings.  The  various  premises  were  visited  during  the 

witlf  tlS  °f  *ht  "01b  ln,orde.r  to  see  that  the  notices  were  complied 
were  wnTtPnmtber  °  8UCh  re„I.nsPef : ‘ons  being  1877  ;  and  150  letters 
with  noticed  °WnerS’ CaUmg  theu'  attention  to  non-compliance 
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I  have  also  had  frequent  interviews  in  all  parts  of  the  district 

with  owners,  occupiers,  and  contractors,  relative  to  the  work  required 
to  be  done. 


SMOKE  TESTING. 

The  Smoke  Test  has  been  applied  to  the  drains  of  337  houses, 
and  many  grave  defects  were  found.  Thirty-eight  of  the  tests  were 
at  the  expense  of  the  occupiers,  or  intending  occupiers,  who  were 
desirous  of  knowing  the  sanitary  condition  of  the  premises  they 
occupied,,  or  were  about  to  occupy  ;  such  persons  received  a  report  of 
the  condition  of  the  premises,  and,  where  necessary,  recommenda¬ 
tions  for  placing  them  in  a  sanitary  condition. 


DRAINS. 

.Three  hundred  and  thirty-nine  defective  drains  have  been 
repaired,  relaid,  or  reconstructed,  the  majority  being  discovered  with 
the  aid  of  the  smoke  machine,  principally  on  the  Vicarage  Estate, 
and  at  houses  where  infectious  diseases  had  occurred.  A  number 
of  these  drains  were  connected  direct  to  the  sewer,  without  the 
intervention  of  a  suitable  trap;  51  intercepting  traps  have  been 
fixed ;  fresh  air  inlets  have  been  provided  to  80  drains  ;  and  in  20 
instances  drains  have  been  ventilated  by  4  in.  shafts,  fixed  at  the 
head  of  the  drains,  and  carried  up  above  the  eaves  of  house  roof. 

In  5  instances  drains  were  entirely  removed  from  passing  under 
the  houses. 

Thirty-four  choked  drains  have  been  opened  and  cleansed,  and 
166  stoneware  gullies  fixed  in  lieu  of  defective  gullies,  or  Mason’s 
traps. 


WATER  CLOSETS. 

Three  foul  pan-closets  were  discovered  ;  they  have  been  removed 
and  replaced  with  wash-down  closets,  provided  with  separate  flushing 
cisterns. 

Extra  W.C.  accommodation  was  provided  in  2  instances.  Thirty- 
nine  choked  W.C.  s  have  been  opened  and  cleansed;  while  68  new 
basins,  and  54  new  traps  have  been  fixed  in  lieu  of  foul  or  defective 
ones. 

Three  "W  .0.  apartments  have  been  provided  with  efficient  light 
and  ventilation.  A  proper  and  sufficient  flush  of  water  has  been 
provided  to  54  W.C.’s.  In  3  instances  flush  pipes  have  been 
repaired  ;  and  112  connections  of  the  flush  pipe  with  the  W.C.  basin 
made  water-tight. 
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SOIL  PIPES. 

One  soil  pipe  was  found  in  a  very  defective  condition, 
unventilated,  and  fixed  inside  a  larder;  this  was  entirely  removed 
and  a  new  fully  ventilated  soil  pipe  fixed  outside.  In  16"  instances 
soil  pipes  were  ventilated  by  4  in.  shafts  carried  up  to  a  safe  point 
above  eaves.  .  Twenty  soil  and  ventilating  pipes  have  been  repaired, 
while  in  102  instances  the  joints  of  soil  pipes  and  ventilating  shafts 
have  been  made  sound,  and  16  choked  pipes  have  been  cleared. 

WASTE  PIPES,  Ac. 

One  hundred  and  six  untrapped  or  defective  waste  pipes  have 
been  trapped  and  made  good,  while  in  29  instances,  bath  or  lavatory 
waste  pipes  have  been  trapped  and  made  to  discharge  separately 
over  a  hopper  head  or  gully.  Twenty-six  rain  water  pipes  have 
been  disconnected  from  soil  pipes  or  drains,  and  made  to  discharge 
over  gullies,  &c. 

New  salt-glazed  stoneware  sinks  have  been  fixed  in  25  instances. 


HOUSES  LET  IN  LODGINGS. 

During  the  house  to  house  inspection,  sub-let  houses  have  been 
visited;  overcrowding  was  found  in  4  instances;  the  walls  and 
ceilings  of  3  houses  were  found  in  a  dirty  condition,  and  the  occupiers 
of  several  houses  were  warned  about  the  dirty  condition  of  the  floors, 
&c.  Registers  have  been  arranged  under  the  bye-laws  made  by  the 
Council,  so  that  these  houses  may  be  dulv  registered. 


MILKSHOPS,  DAIRIES  AND  COWSHEDS. 


.  .  T]lle  milkshops,  dairies  and  cowsheds  have  been  regularly 
visited,  and  were  found  generally  to  be  in  a  clean  condition,  a  total 
number  of  _j26  visits  .being  made.  Eleven  applications  to  be 
registered  as  cowkeepers  and  purveyors  of  milk  have  been  granted 
there  now  being  36  names  on  the  register. 

Overcrowding  was  discovered  in  3  shippons,  the  excess  number 
or  cow7s  being  removed  upon  verbal  notice. 


Notices  have  been  served  to  remedy  sanitary  defects  in  connec¬ 
tion  with  cowsheds  and  milkshops,  and  in  every  instance  they  were 
promptly  complied  with.  J 


EXAMINATION  OF  MILK. 

During  the  year  44  samples  of  milk  were  submitted  to 
iruolessor  Doyce  for  bacteriological  examination.  Of  these  23 
samples  were  obtained  from  local  purveyors,  and  21  from  purveyors 
residing  outside  the  district. 
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Of  the  23  local  samples  2  were  found  to  be  “  tubercular,” 
14  contained  the  bacillus  cob  communis,  and  3  the  bacillus 
enteritidis  sporogenes. 

Of  the  21  samples  obtained  from  purveyors  residing  outside  the 
district  1  was  found  to  be  tubercular,  15  samples  contained  the 
bacillus  cob  communis  and  2  the  bacillus  enteritidis  sporogenes. 

With  reference  to  the  2  local  samples  found  to  be  tubercular, 
the  cows  in  both  shippons  were  examined  by  a  veterinary  surgeon. 
He  suspected  5  cows  having  diseased  udders  in  one  shippon,  and  3 
cows  in  the  other  shippon.  He  applied  the  “  Tuberculin  Test  ”  to 
the  suspected  cows,  and  found  that  4  cows  reacted  in  the  first 
shippon,  and  1  coav  in  the  second  shippon. 

The  cowkeepers  in  each  instance  had  these  cows  removed 
at  once,  and  sold  no  more  milk  from  them. 

With  regard  to  the  sample  found  to  be  tubercular,  and  obtained 
from  an  outside  purveyor,  the  local  authority  of  the  district  in  which 
he  res  des  was  communicated  with,  and  is  giving  attention  to  the 
matter.  A  second  sample  was  obtained  from  the  same  purveyor, 
and  found  to  be  free  of  tubercle  bacilli. 

INSPECTION  OF  FOOD  SUPPLY. 

The  meat,  food,  &c.  exposed  for  sale  in  the  district  has  been 
regularly  inspected,  no  seizure  having  taken  place. 

FACTORY  AND  WORKSHOPS  ACT,  1901. 

WORKSHOPS. 

There  are  45  workshops  on  the  register,  and  110  visits  have 
been  made  to  workshops  in  the  district.  23  workrooms  were  found 
to  require  cleansing  or  limewashing,  and  65  nuisances  were  dis¬ 
covered  in  connection  with  the  workshop  premises,  these  matters 
were  promptly  attended  to  upon  written  or  verbal  notice. 

One  complaint  was  received  from  the  Government  Inspector  of 
overcrowding  in  workrooms  in  Seaforth,  the  complaint  was  dealt 
with,  and  the  nuisance  abated.  Four  workshops  were  found  to  be 
unprotected,  and  the  Government  Inspector  was  notified  thereof. 

HOME  WORK. 

No  lists  of  outworkers  have  been  received  during  the  year’  In 
one  instance  Infectious  Disease  occurred  in  this  district  in  the  house 
of  an  outworker  for  a  firm  in  an  adjoining  district ;  w7ork  was  not 
taken  in  until  after  the  disinfection  of  the  premises,  and  the  sanitary 
authority  of  the  district  in  which  the  workshop  was  situated  was 
notified, 
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SUMMARY. 

Number  of  Visits  to  Workshops  .  _  no 

Do.  Workrooms  Cleansed  or  Lime  washed  ’  oa 

D°-  do.  Measured  .  "  W 

do.  ventilated . ;;;;;;;  l 

7:  °-  do.  Pound  Overcrowded . 

°'  do.  Used  as  Bedrooms  .  o 

:  .  do.  Found  Unprotected .  4 

l)0-  Nuisances  Found  . qZ 

JU.  References  to  Government  Inspector .  4 

BAKEHOUSES. 

c  ^  T|le  ^ak®bousfs  in  the  district  have  been  regularly  visited 
specjai  atten  10n  being  given  to  the  cleanliness,  lighting  and 

r  cl  10n-  ,  n  some  instances  the  floors,  windows,  areas  &c&\vere 

nc  0  e !  m  a  dirty  condition,  the  cleansing  beino-  done  forthwith 
r;™fon0otCethe  a7  brkeh0USeS  were  “  to  benoecfc°^d1n 

•  i  ,  ^  ie  In  one  instance  the  necessary  work  was 

earned  out  at  once,  and  111  the  other  the  occupier  removed  to  more 
commodious  premises  in  the  district.  ’  6 

r  "^°UL>  ^kehouses  were  found  to  be  unprotected  and  tbn 
overnment  Inspector  was  notified  accordingly. 

Total  visits  made,  108 

There  are  now  31  bakehouses  on  the  Register. 

INFECTIOUS  DISEASE. 

])een°reDoitedreiInand  SiX,ty4w°  cas,es  of  infectious  disease  have 
epoited  upon,  a  large  number  of  visits  beino-  made  m 

a"d  aIS°  t0  PerSOnS  Wh0  have  bee«in  contact 

cleansed  m 1?  -and  eiglitJ-fhree  rooms  were  disinfected  and 

severTbhoTj  8  S°faped  off  the  walls  where  necessary,  also 

Council’s staff  mi9WOn  haU  Were  distofeeted  by  the 

hv  the  Council  in  ,sftances  ro°ms  "’ere  scraped  and  cleansed 

>  die  Council  m  default,  or  at  the  request,  of  the  persons  imnn 
whom  the  notice  was  served.  H  P  P 

articles  of  ^ed^nRi^T*™8  ,fPPfaratus  was  used  262  times,  3322 
a  t  c  es  ol  bedding,  &c„  being  disinfected  ;  29  articles  were  destroyed 
and  in  one  instance  compensation  was  allowed.  3  ’ 

NIGHT  SOIL  CONTRACT  AND  ASHPITS. 

ConJacto,aSk?lt8naiid-binS  haYe  been  well  attended  to  by  the 
application  and  ?]  ^  en?ptled  evel7  three  months  and'upon 

beum  36  673  VY  blns  weekly ;  the  number  of  such  emptyings 

deahUdth  by  the  ComiT^nS  °  ^  "'el'e  rep0rted  a“d 
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Thirty-four  bins  have  been  provided  in  lieu  of  ash-pits,  and  3 
premises  were  provided  with  ash-bin  accommodation,  there  are  now 
570  bins  in  use  in  the  district. 


LEGAL  PROCEEDINGS  AND  RESULTS. 


Situation 

of 

Premises. 

Nature  of  Complaint. 

Act  or  Order  under 
which  proceedings 
instituted. 

Result. 

4,  Prince  Street, 
Waterloo. 

Defective  Ash-pit. 

Section  94. 
P.H.A.,  1875. 

Order  to  abate  and 
pay  Costs. 

Total  £2  13s. 

2,  Lytton  Grove, 
Seaforth. 

Defective  Drainage, 
&c. 

Do. 

Work  was  commenced 
on  day  of  hearing, 
case  adjourned  14 
days  to  allow  ow¬ 
ner  to  complete  the 
work.  Costs  paid. 

Total  6s. 

4.  Gladstone  Rd., 
Seaforth. 

6 

d 

A 

Do. 

Do. 

Owner  paid  Costs. 
Total  6s. 

SUMMARY  OF  WORK  OF  DEPARTMENT. 


Number  of  houses  inspected  ...  ...  ...  ...  ...  1099 

Number  of  houses  re-inspected...  ...  ...  ...  ...  1877 

Number  of  visits  to  cowsheds,  dairies  and  milkshops  ...  220 

Number  of  times  smoke  test  applied  to  drainage  .  337 

Number  of  preliminary  notices  served  ...  ...  ...  568 

Number  of  statutory  notices  served  ...  ...  ...  ...  29 

Number  of  houses  in  connection  with  notices  .  799 

Number  of  smoke  observations  taken...  ...  ...  ...  12 

Samples  of  milk  submitted  for  bacteriological  examination  44 
Cases  of  infectious  disease  reported  upon  ...  ...  ...  102 

Number  of  notices  served  to  strip  and  cleanse  walls  ...  110 

Number  of  Rooms  fumigated  ...  ...  ...  ...  ...  ig3 

Paper  scraped  off  walls  of  rooms  .  ...  ...  125 

Disinfecting  apparatus  used  ...  ...  ...  ...  ...  262  times 

Bedding,  clothing,  &c.,  disinfected  .  3322  pieces 

Letters  written  in  connection  with  notices  ...  ...  ...  150 

Reports  issued  respecting  sanitary  condition  of  houses  ...  38 
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DETAILS  OF  SANITARY  IMPROVEMENTS 
EFFECTED  DURING  THE  YEAR. 

DRAINS. 

Drains  choked — opened  and  cleansed...  ...  ...  ...  31 

Drains  taken  out  of  cellars  ...  ...  ...  ...  2 

Drains  removed  from  under  houses  ...  ...  ...  ..  5 

Defective  drainage,  reconstructed,  relaid  or  repaired  ...  839 

Intercepting  traps  fixed  ...  ...  ...  ...  ...  ...  51 

Heads  of  drains  ventilated  with  4-inch  shafts  ...  ...  20 

Fresh  Air  Inlets  provided  to  drains  ...  ...  ...  ...  80 

Gullies  fixed  in  lieu  of  defective  gullies,  or  masons  traps...  166 
Drains  disconnected  from  cesspool  and  connected  to  sewer  1 

WATER  CLOSETS. 

Pan  closets  removed  and  washdown  closets  substituted  3 

W.C.  basins  and  traps  substituted  for  defective  ones  ...  122 

Choked  W.C.’s  opened  and  cleansed .  39 

W.C  compartments  lighted  and  ventilated .  3 

Separate  cisterns  for  flushing  W.C.’s  fixed  .  3 

W.C.’s  provided  with  a  proper  and  sufficient  flush  of  water  54 

Defective  connection  of  flush  pipes  to  W.C.’s  made  good  ...  112 

Defective  W.C.  walls,  &c.,  repaired  .  120 

SOIL  PIPES. 

Soil  pipes  removed  from  inside  of  house  to  external  walls  ...  1 

Soil  pipes  ventilated  with  4-inch  pipes  .  16 

Joints  of  soil  pipes  made  gas-tight  ...  ...  ...  ...  102 

Ventilating  and  soil  pipes  repaired  ...  ...  ...  ...  20 

A  entilating  and  soil  pipes  choked — obstructions  removed  ...  16 

WASTE  PIPES. 

Defective  waste  pipes  trapped  and  made  good  .  106 

Bath  and  lavatory  waste  pipes  disconnected  and  made  to 

discharge  separately  over  spout  heads  or  gullies  ...  29 

Sinks  re-drained  with  stoneware  pipes  ...  ...  ...  2 

New  salt-glazed  stoneware  sinks  fixed  .  25 

Rain  water  pipes  disconnected  from  soil  pipes  or  drains  26 

WATER  SUPPLY. 

Houses  supplied  with  water  for  domestic  use  .  13 

Defective  water  pipes  repaired  ...  ...  ...  ...  ...  n 

Water  storage  cisterns  cleansed  and  covered...  ...  ...  29 

References,  re  waste  of  water .  30 

FILTHY  AND  DILAPIDATED  PREMISES. 

Foul  houses,  walls,  &c.,  stripped  and  cleansed  .  16 

Filthy  house  floors  and  cellars  cleansed  ...  ...  . .  6 

Kitchen  floors,  &c.,  retiled  .  49 

Urinals  re-constructed  and  supplied  with  water  ...  ...  2 

Defective  roofs  made  water-tight  ...  ...  ...  ...  10 

Defective  ceilings  and  window  frames  made  good  ...  ...  6 

Defective  chimney  flues  repaired  .  4 

Defective  rain  water  pipes  and  spouting  made  good  ...  62 

Damp  house  walls  rendered  dry  ...  .  ...  ...  24 

Offensive  rain  water  cisterns  emptied,  filled  in  or  cleansed  8 
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ASHPITS. 

Ashpits  filled  in  to  ground  level  and  paved  ... 
Foul  ashpits  abolished  ... 

Ashpits  repaired  ... 

Galvanized  iron  bins  provided  in  lieu  of  ashpits 
Premises  provided  with  ash  accommodation  ... 


MISCELLANEOUS. 

Surfaces  of  yards  re-paved 

Nuisances  from  improper  keeping  of  animals  abated 
Accumulations  of  offensive  matter  removed 
Middensteads  repaired  and  drained 
Accumulation  of  foul  water  removed  from  premises 
Nuisances  from  overcrowding  abated  ... 

House  floors  made  good  and  ventilation  provided  .... 
Overcrowding  in  cowsheds  abated 
Miscellaneous  nuisances  abated 


153 

14 
13 

2 

9 

15 
1 
3 
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I  am,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 


JOHN  H.  CANNELL,  Assoc.  -San.  Inst., 


Sanitary  Inspector. 


. 


